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The report of this board was made on July 13th, off Santiago
de Cnba. It showed the caliber of the shots and the exact loca-
tion of every hit scored upon the hulls of the Teresa, Oquendo
Viscaya and Colon which had not been effaced by the force of
explosions or the effects of the conflagration afterwards, which
obliterated many marks of injury.

This report showed that every Spanish vessel examined bore
the marks of five-inch shells, a caliber carried by no other ship
of the American squadron except the Brooklyn.

The excellent work done by this distinctive gun would sus-
tain the inference that the marks noted of other calibers, eight-
inch, six-pounders, one-pounders, common to all the ships but
the Texas, were fairly shared in by these same guns of the Brook-
lyn, as their crews were in every respect as proficient in marks-
manship as those of the five-inch battery.inal notes contained. The Vixen's
